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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 
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IS: 5108. 1969 



f J- oi J J ( Reaffirmed 2002 ) 

Indian Standard 

RECOMMENDATION ON NOMINAL RATES OF FLOW 
FOR OIL-HYDRAULIC SYSTEM ELEMENTS 



1. Scope — Prescribes nominal rates of flow for oil-hydraulic systen^ elements, 

2. Terminology 

2.1 Nominal Rates of Flow (Qn)^The flow rating for elements of hydraulic systems. This refers to 
the rate of flow through the elements when working at its nominal parameters. 

3. Nomsnal Rates of Flow — The recommended nominal rates of flow In litres per minute shall be as 
given below: 
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Explanatory Note 

Hydraulic systems are almost Invariably better suited to applications requiring precise and stepless 
control of speed or position. To help the manufacturer of hydraulic units to offer standard equipment 
and for the user to order equipment on such basis, it is very necessary to lay down a rationalized series 
of preferred pressures, rates of flow and bores for oil-hydrauHc system elements. 

This standard is one of a series of Indian Standards on parameters for oil-hydraulic systems. 
Other standards In the series are: 

IS: 5 107-1969 Recommendi^tlon on nominal pressures for oil-hydraulic system elements 

IS : 5109-1969 Recommen<(ation on nominal bores for oil-hydraulic system elements 
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